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■ Addenda to r.Ieino of 14, August regarding ■CAT.3.‘,-lO-2 : 

This is the way L. chose to interpret Lt. -illiamii 

■note,. -.The cable of’ 13 August from i.iuNI, however, used the actual 
words, of t/ie Lieutenant: "Pulmonary tuberculosis, minimal 7 obsolete . '! 

, The ' significant ' fact, is' that coraparison of- an .xray .taken in -pv/eden 

' • • ' • ■ ' • • • ■ , • ‘■■V 

in March 1950 with ' one taken by the Munich Army Hospital in. late July 
• showed "no- change in a minimal fibiotic lesion v/i thin the left apex." 

■ Lt. Williams also went so far as to -sa:/ that from what’ he knew of 
■medical exa’minations for US immigration, 0A"'BAR0-2 would c.ertainly 
■pass any such exam, since the immigration' author ities- require' only 
one -ye.ar . between xrays showing no change , . whereas - in'- this' case tv/o 
years and four months had el.apsed. 
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